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Message Text 



UNCLASSIFIED 

PAGE 01 CAIRO 07834 050928Z 
11 

ACTION NEA-I6 

INFO OCT-OI ISO-00 COME-00 EB-I2 RSC-OI DRC-01 /03I W 

0I3I66 

R04I550ZOCT 74 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 9364 
INFO AMEMBASSY TEHRAN 

UNCLAS CAIRO 7834 

E.O. 11652: N/A 
TAGS: BTRAEGIR 

SUBJECT: NAM INDUSTRIAL MISSION TO MIDDLE EAST 
REE: STATE 208756 

PLEASE PASS EOLLOWING MESSAGE TO J. KLINE OE NATIONAL 
ASSOCIATION OE MANUFACTURERS FROM HOTLIS 

PLEASE PREPARE LETTER EROM DOUGLAS KENNA TO EGYPTIAN AMBASSADOR 
GHORBAL REQUESTING THAT NAM INDUSTRIAL MISSION BE GRANTED 
BRIEF AUDIENCE WITH PRESIDENT SADAT. VISIT WITH PRESIDENT 
SADAT WOULD HIGHLIGHT IMPORTANCE OF MISSION. 



PLEASE PREPARE A SIMILAR LETTER TO BE SENT TO THE IRANIAN EMBASSY 
REQUESTING AN AUDIENCE WITH THE SHAH. 

PRESS BAGHAL OF AMERICAN ARAB CHAMBER OF COMMERCE ON HIS EARLIER 
COMMITMENT. HIS PRESENCE OR THAT OF NES SKINA WILL BE IMPORTANT 
FOR MISSION RELATIONS WITH PRIVATE SECTOR. ADVANCE MEETINGS 
MAKE FRONT PAGE PRESS HERE IN EGYPT. 

EILTS 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974CAIRO07834 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740282-0979 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741073/aaaackkr.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 208756 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 NOV 2002 by garlanwa>; APPROVED <07-Nov-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NAM INDUSTRIAL MISSION TO MIDDLE EAST 
TAGS: BTRA, EG, IR 
To: STATE 
Type: TE 
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